WILLIAMS MOTEL 
U.S. 66 & 89 East & West 
Williams, Arizona 
Phone: 635-4512 

28 Units — Completely Modern — Full Tile Baths 
with Tub & Showers — Thermostatic controlled 
heat — Cooled by Nature — Elevation 7000 Ft. 
Wall to Wall Carpeting — T.V. in Rooms — Fine 
Restaurant and Cocktail Lounge adjoining. 
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